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THIS IS UNEVALUATED INFORMATION 


1. The attachnent lists the delivery commitments of the following plants for 
25X14 steel castings for the second half of 1952: 


Stahl-und Walzwork Riesa (VEB) 
- Stahleund Walewerk "Wilhelm Florin" (VEB), Hennigsdorf 
Stahl-und Walzwerk Grodity (VEB) 


Edelstahiverk Déhien (VEB), Freital 
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Plant 


Stahl=- und valzverk 
Resa (VsB) 


J3tahle und Wale verk 
"4, Florin" He, nigsdorf 
(VB) 
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25X11 
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July = December 1952 


Priority sat ing July 
deparations 569.04 
export 81.9 
anergy = 
aKO Requirements 87 1 
in Program oS 
sisenwerke nest (VB), 
Calbe 5.7 
Kupfer= und Blechwalawerk 
(VzB), Ilsenburg = 
Key industries (machine 
construction) 42821 
Others 2.2 
TOTALs 1,174.4 
Production Quota (Soll=- 1,000.0 
auflage) = 
Reparations 207.1 
Energy 3.7 
EKO Requirements 19.7 
sxport 83.3 
Key industries (machine 
construction) 130.4 
Metallurgy 164.5 
Cell Wool (Zellwolle). = 
Others 2.6 
TOTALS 638.3 
Own requirements and 
rollers 150.60 
| TOTALS 788 3 


Font a a 


— 4 a ‘ f2.44 a 
Production Quova (Soli= 1,000.06 
auflage) 


August 


1,053.3 
1,000.0 


297 ols 
505 
33.0 
91.6 


37.00 
10.2 
905 
17 


Septenber October 


96320 
1,000.0 


290.4 
40.2 
24.5 
86.7 


10.2 


= 


2.0 
454.0 
150.0 
604 .0 


fovnta 


905.8 


SEGRE? 


405.4 
36. 


616.0 
1,100.0 


November 


All amounts in metric tons 


December 
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TOTALS 
1,825.0 
358 9 
208 .¢ 


3329 
133.1 


3535905 


125.7 
1,040.0 
104 04 
189.1 
575 07 
407.09 
288.8 
133.5 
46.7 
2,786.1 
900.0 


3,686.1 


eoLeacnmeann 


[es ed 
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| a all amounts in metric tons 
Plant Priority tating July aygust september Ostober November Decenber Totals 2 
Stahl- und Vialgweck Groditz (VaB) | Reparations 124.3 192.6 20.6 103.5 = = 919.8 * 
ixport | 232.0 268.3 379 ols 178.7 105.5. Tok 1,181.4 * 
Govemment orders 40.9 41.8 — 7 . 65.7. = = 160.1 
Key industries (maching — 
cons truction) 170.6 125.4 V0.7: 96.3 42.8 20.0 595.8 
EKO requirements 2.3 3.1 om = = = 50h 
nergy ~ = = = = - i? 
Sisenwerk “ast (Vi3), Caloe 2.1 - ~ = ~ = 2.) 
Others 130.6 114.2 78.5 54.3 16.7 ~ 399.3 
Own requirements , 60.4 123.8 120.3 3502 = = 339 27 
ToTaLs 7 763.2 869.2 931.2 543.7 * 165.0 27. 8.6% 
Production Guota (Soll- 520.0 460.0 450.0 440.0 420 .0 4,00 3 74098" 
auflage ; ; 
idelstahlwerk D8:.ten, Freital Reparations 13.7 27.5 10.8 70a 7.0 7.0 T3068 
(VB) anergy 61.0 51.6 37.3 3707 91.2 Tho 5 35303 
KO Requirements = oa = = = = = 
Covernment orders 16.8 15.3 13.0 5.9 = = A520 
uixport 23.7 42.6 62.6 30.2 5k 22.2 186.7 
3aG orders 12.5 3.4 1.6 1.6 1.6 3.2 23.6 
Key industries (machine 
construction) 140.0 107.0 119.5 115.0 123.2 109.3 714.0 
Othe rs : 45.4 51.9 61.2 : 89.6 69.3 80.0 397 hk 
TOTALS 307.1 299.0 306.0 287.2 297.7 296.2 1 2 
Production Quota (Soll- 300.0 300.0 300.0 = 325.6 325.0 ae 
auflage) 
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